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., Flight control building with flat roof, intact, 

* Road leading to airfield. | 

“. Tense hedge, over a man's height. 

Jonerete wall, avout 2.6 meters high and 50 cm wide. 
». Pour radio trucks. | 
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.. Bormer windmill, now inn with pertaining puilldings. 
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